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1.a. A volish ration supply depot was under construction near 
USulectai (2 51/Y 74) in August 1949, Tas information that. 
the installation was to be used as ration supply depot was 
secured from Folish officers. 


bo Bhe fenced~in depot area was about 650 feet square. The 
depot bordered on the nortuwestern perimeter of the former 
OSWLECIM CAUSOHUULT2) concentration camp. It was connected 
With tha OO VIuclii railroad station by a spur track, 


2,une dJepot was composed of an angular brick buil:iling (about 
330 x 400 feet) with several annex buildings. she building 
had a basement, first floor and garret-story. a loading 
ranp was beln,s constructed at the bullding. 


3,40 Supplies were stored taere at the time of observation, 
4,296 conctruction work was supervised by uilitia officer 


S4Viaiuckil woo wore civilian clothes. About 2u soldiars 
from £24n0W (4 51/4 24) were quartered in tue depot area. 


25X1A BE Consent: 


ines report does not clearly ladivate whether the OSVIS0Tu 
ration sugply depot kelon.s to tne polish Army. It mey 
be augaigned to the wilitia es the coustruction work was 
wupervised by a wllitia oflicer. 
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